Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/13/2011 1:21:31 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: English, Beth (DPH) [Beth.English@state.ma.us]; Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; Popstefanija, 

Marija (DPH) [Marija.Popstefanija@state.ma.us]; Long, Suzanne (DPH) [Suzanne.Long@state.ma.us]; Pocsik Mark 
[mpocsik@facil.umass.edu] 

Subject: RE: Move 


Jim, 

Right now I need to speak to everyone and regroup. The storm has everyone picking up the pieces and figuring out what: 
to do next. The furniture folks are behind, 
sure about our OIT folks, \ need to see who 
morning. 

Thanks, 

Stephen 

Stephen Lobik 
Capita! Project Manager 
Facilities & Campus Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@faciLumass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Thursday, January 13, 2011 7:24 AM 
To: Lobik Stephen 
Subject: Move 

Hi Steve, 

Are you still planning on moving into N224 today? They have not installed the furniture. 


Sitteriy Movers lost a day but will try to be on campus by 12:00 - 1:00, Not 
is available and move forward best we can. I will be over later in the 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax4^^^60S 
CeilUmUHli 
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